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The attachment* | lists 25X1 

machinery* spare parts and services required by various DDR 

power plants from West Berlin and West Germany to insure 

fulfillment of the power production plan for the second 

quarter of 1952. According to the document, the lack of 

these parts and services has resulted in a daily power 

production decrease of 422,000 kwh below the planned 

amount 0 
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